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Message Text 


E.O. 11652: N/A 
TAGS: ASEC 

SUB J : EMERGENCY GENERATOR INSTALLATION, TRIPOLI 

1 . FOLLOWING RECEIVED FROM TRIPOLI (TRIPOLI 0417) 

QUOTE: REPLACEMENT FOR POST'S EMERGENCY GENERATOR, 
RECOMMENDED BY SEABEE TEAM IN JUNE 77, HAS ARRIVED. 

UNIT IS KN 45/50 GENERATOR SET-DETROIT DIESEL COMPLETE. 

POST REQUESTS YOUR ASSISTANCE IN PROVIDING NECESSARY TECHNI- 
CIANS FOR INSTALLATION OF THIS UNIT. PLEASE PROVIDE 
DATE/S WHEN PERSONNEL MIGHT BE MADE AVAILABLE FOR THIS 
PURPOSE. UNQUOTE. 

2. NOTHING IN RTC FILES ON THIS SUBJECT OTHER THAN 
TELEGRAM FROM DEPT (STATE 133739 OF 1977) 

TO ATHENS REQUESTING SEABEES SERVICE OLD GENERATOR. 

3. RTC CASABLANCA HAS NO PERSONNEL EXPERIENCED IN DIESEL 
GENERATORS. REQUEST DEPARTMENT ASSIST.MONJO 
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